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One of the latest and most popular design trends in home furnishings 
today is the leaf motif. In Armstrong's Quaker Rug No. 4725, this 
trend is brought out in a taupe eoloring of a Ijeautiful fern leaf design. 



SAFETY-BACK AND 12-FOOT WIDTHS FEATURE 
ARMSTRONG'S FELT-BASE PRODUCTS 



ARMSTRONG'S Quaker and 
" Standard Rugs and Floor 
Covering today offer many ex- 
clusive advantages. Rugs larger 
than the conventional 9x12 -foot 
standard size, extra -wide 12 -foot 
floor covering, and the new 
Safety -Back feature, are included 
in these important advantages. 

LARGER RUGS 

To meet the demand for 
larger-sized rugs, Armstrong in- 
stalled special exclusive equip- 
ment for the manufacture of 
bigger, easy-to-clean Quaker 
Rugs. Now they can be obtained 
in two new sizes — 12 x 12 and 
12 x 15 feet. These larger rugs, 
which are made only by Arm- 
strong, fit into average size 
rooms much more attractively 
and cut down floor upkeep as 
well. Prices on the larger -sized 
rugs are quite reasonable. The 
extra cost per square yard for a 
12 by 15 -foot Quaker Rug over 
that for a 9 X 12 -foot rug is only 
a few cents and the advantages 
of the large rug far outweigh the 
slight difference in price. 

EXTRA-WIDE FLOOR 
COVERING 

Every homemaker knows that 
the fewer the number of seams 
in a felt -base floor the fewer 
edges there will be to come loose 
under traffic and to catch dirt. 
Many of these women have dis- 
covered that both Quaker and 
Standard Floor Covering are 
now available in the full four- 
yard width. In many cases the 



greater width permits seamless 
one-piece installations on floors 
which formerly would have re- 
quired two strips of material. 
The elimination of matching 
waste is another advantage of 
Quaker and Standard Floor 
Covering in creating seamless 
floors. Frequently, a one-piece 
floor can be made to cover two ad- 
joining rooms without a seam, by 
using 1 2 -foot -wide floor covering. 

SAFETY-BACK 

Another new exclusive Arm- 
strong feature — Safety-Back on 
Quaker Floor Covering, makes 
it possible to paste felt-base 
direct to wood floors and to re- 
move it at any time without 
tearing the goods or damaging 
the subfloor. 

When felt-base is pasted down, 
loose edges and overlapped seams 
are eliminated and a better in- 
stallation is obtained. With or- 
dinary felt -base, pasting direct 
to wood floors with all its ad- 
vantages, is highly impractical 
because the goods will not come 
loose without great difficulty 
when the time comes for re- 
moval. Quaker Floor Covering 
with Safety-Back now eliminates 
that problem and permits the 
material to be pasted down and 
easily removed later. Safety- 
Back also makes it unnecessary 
for the mechanic to return to the 
job for the annoying retrimming 
operation. Safety-Back may be 
identified by its mottled red col- 
oring. It is found only on Arm- 
strong's Quaker Floor Covering. 



[ Page 3 : 



ARMSTRONG'S QUAKER RUGS 




No. 4567 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 
3'x 9' QREEI 7K'x 9' . QRUGS 9x15' QRLCY 

3x12' QREFJ 9x9' QRLBZ 12x12' QREGL 

6'x 9' . . . QRUFU 9' xlO W .,. QRUHR 12x15' . QREHK 

9' xl2' ...QRUIC 
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ARMSTRONG'S QUAKER RUGS 







6'x 9'. 



No. 4695 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 

. QRJEZ 7 H'x 9' ... QRJUJ 9x12' . 

9' xlOj^ .QRKAM 



QRKIK 
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ARMSTRONG'S QUAKER RUGS 
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No. 4606 Armstrong's Quaker Rug 

(Plate shows approx. 1/6 scale) 

3REIF 7 12x9' QRHOU 9x15' 

JREJE 9' X 9' . . .QRHOY 12'xl2' 

}BH0R 9' xlOH'. . QRHPA 12x15' 

9' xl2' . .QRHPI 
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3RHPU 

Srekd 
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ARMSTRONG'S QUAKER RUGS 




3'x g'. 

3'xl2'. 
6'x 9'. 



No. 4635 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 
. QREMT 7 H'x 9' ... QRAUC 

. QRENU 9' xlO 1 2' QRAVA 

.QRATH 9' xl2' QRAWO 



9'xl5'. 
12'xl2'. 
12'xl5'. 



. QRFLK 
. QREOV 
. QREPW 
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ARMSTRONG'S QUAKER RUGS 




No. 4636 Armstrong's Quaker Rug 

(Plate shows approx. 1/6 scale) 

3'x9.. QREQX 7 }^'x 9' QRAYV 9x15. ..QRDES 

3'xl2' . . . QRERY 9x9' . . QRAZI 12x12' . . . QRESZ 

6'x 9' . . QRAXE 9' xlO W--- QRBIG 12x15' . . . QRETM 

9' xl2' .. QRBYD 




No. 4665 Armstrong's Quaker Rug 

(Plate shows approx. 1/6 scale) 
3'x 9'... QREUN 7 yfx 9' ... QRJBO 9x15' 

3'xl2'...QREVO 9' x 9' . . QRJCL 12x12' 

6'x 9' . . . QRJAM 9' xlOH'. QRJMD 12'xl5'. 

9' xl2' ...QRJNE 
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QRJOF 
QREWP 
. QREXQ 



ARMSTRONG'S QUAKER RUGS 



4 









No. 


4667 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 




3'x 9' . . 


. QREYR 


7 J4'x 9' QROMB 9x15' 


QROVA 


3'xl2'.. 


QREZS 


9' X 9' .. QRONC 12'xl2'.. 


QRGBQ 


6'x 9' . . 


QROGE 


9' xlO 1/2'... QRORU 12'xl5' . . 
9' xl2' .. QROTE 


QRGCR 
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ARMSTRONG'S QUAKER RUG! 




No. 4668 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 
3'x 9' . . QRGDS 7 4'x 9' QETBI 9x1 2' 

6'x 9' . . . QRTAE 9' x 9' . . QRTCU 9'xl5' 

9' xlOH'.. .QRTDA 



QRTFE 
QRTGI 




3'x 9' . . . 
6'x 9' . . . 



No. 4669 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 
3RGHW 71^x9' .. QRVBI 9x12'. 

3RVAL 9' xlO y-i . . . QRVCO 



. QRVDU 
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ARMSTRONG'S QUAKER RUGS 
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4 



3'x 9V.QRGJX 
3'xl2'. . QBGKO 
6'x 9' . . . QRFBY 



No. 4675 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 

7 1 ^'x 9' QRFCO 9x15' . . . QRCDR 

9' X 9' . .QRFED 12'xl2' . . . QRCES 

9' xlO M' QBCBP 12x15' . . QRCFT 

9' xl2 . QRCCQ 
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ARMSTRONG' 



QUAKER RUGS 



No. 4685 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 
3'x 9' . . . QRGLN 7 J^'x 9' ... QRFOV 9'xl5' 

3x12 . ..QRGMK 9' x 9' . QRFPF 12x12' 

6'x 9' . . . QRFKA 9' xlO 34' . . . QRCMA 12'xl5' 

9' xl2' . . . QRCNB 
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QRCPD 
QRCQE 
. QRCRF 



ARMSTRONG'S QUAKER RUGS 




No. 4695 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 
3'x 9' . . . QRACD 7^x9' QRAIJ 

3x12' QRAEF 9' x 9' QRAJK 

6'x 9' . . . QRAFG 9' xlO M' QRAKL 

9' xl2' . .QRALM 
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9'xl5'.. QRAMN 
12x12 .. QRAOP 
12x15. ..QRAPQ 



ARMSTRONG'S QUAKER RUGS 





No. 4696 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 

3'x 9 . . QRARS 7 J^2'x 9' QRBCP 9x1 2' QRBEQ 

3x12 . . QRAST 9' xlOH' QRBDR 12x12. QRBFS 

6'x 9' . . . QRBBN 12x15' . . . QRBGT 
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ARMSTRONG'S QUAKER RUGS 




No. 4705 Armstrong's Quaker Rug 

(Plate shows approx. 1 /8 scale) 
6'x9'...QRBHU 
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ARMSTRONG 



QUAKER RUGS 




No. 4716 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 

3'x 9' . . . QRBJV 7 3^'x 9' ... QRBMY 9x12' QRBOZ 

3'xl2'..QRBKW 9' xlO M' . QRBNL 12x12' QRBPK 

6'x 9' . . QRBLX 12x15' . . . QRBRH 
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ARMSTRONG'S QUAKER RUGS 




No. 4716 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 

f'^'t?; RS2S.I ^,^'^ ^' QRBVC 9x12'. . QRBXA 

^''^o SSI3^E ^ xlOH' QRBWB 12x12 ...QRBZM 

6'x 9' . . . QEBUE 12x15' . . . QRDDZ 







3'x 9'. 
3'xl2'. 
6'x 9'. 



No. 4717 Armstrong's Quaker Rug 

(Plate shows approx. 1/6 scale) 

S52S^ ^/2'^ 9' QRDJR 9x12' QRDMK 

S55SI^ ^ xlOK' QRDLP 12x12' QRDNJ 

QRDHU 12x15' . . QRBPI. 
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ARMSTRONG'S QUAKER RUGJ 




No. 4718 Armstrong's Quaker Rug 

(Plate shows approx, 1/6 scale) 
3'x 9' . QRDSN 7 J 2'x 9' QRDWE 9'xl5' QREBG 

3x12' . QRDTI 9x9' QRDXD 12'xl2' QRECA 

6x9. ..QRDVH 9' xlQii' QRDYB 12'xl5'. QREDH 

Q xl > QREAB 




No. 4725 Armstrong's Quaker Rug 

(Plate shows approx. 1 / 6 scale) 

3'x 9' QRGNJ 7H'x 9' QRGQH 9x12' QRGSF 

3x12' QRGOM 9' xlOH' QRGRG 12x12' ... QRGTE 

6'x 9' . . QRGPI 12x15' . . . QRGVD 
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ARMSTRONG'S QUAKER RUGS 




No, 4726 Armstrong's Quaker Rug 

(Plate shows approx. 1/6 scale) 

3'x 9' QRGXC 7 H'x 9' QRICF 9x12' QRIJG 

3x12' QRGYB 9' X10 32 . . QRIGY 12x12' QRIMH 

6'x 9' QRIAC 12x15' QEINJ 
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ARMSTRONG'S QUAKER RUGS 
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No. 4735 Armstrong *s Quaker Rug 

(Plate shows approx. 1 /6 scale) 

3'x 9' . . . QRIPK 7^x9' . . QRIVP 9x1 2' QRIXS 

3x12' QRIQM 9' xlOM' QRIWQ 12x12' QRIZW 

6'x 9' . . . QRIRN 12x1 5' . . . QBJAY 
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ARMSTRONG'S QUAKER RUGS 
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No. 4736 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 

3'x 9' . . . QRJDX 7 ^'x 9' ... QRJHT 9x12' . . QRJJR 

3'xl2\..QRJFW 9' xlO J^' . . . QRJIS 12x12 ... QRJKQ 

6'x 9'...QRJGV 12x15 ...QRJLP 




No. 4737 rong's Quaker Rug 

(PlatA- siu.vvs npprox. 1/6 scale) 

3'x 9' . . . QRJSN 7 W^ 9' ... QRJWB 9x1 2' . . . QRKBO 

3'xl2'...QRJTK 9' xlO 3^' . . . QRJXA 12'xl2' . . . QRKCP 

6'x 9' . , . QRJVC 12x15' . . . QRKDN 
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ARMSTRONG'S QUAKER RUG! 




No. 4745 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 
3'x 9' . . . QEKEL 7 J 2'x 9' . QRKHQ 9x15' . . . QRKMP 

3'xl2'...QEKFA 9' x 9^ . . QRKJR 12'xl2' . . . QRKNG 

6'x 9' . , . QRKGl 9' xl0>2. QRKKB 12x15' .. QRKOS 

9' xl2' ...QRKLC 
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ARMSTRONG 



QUAKER RUGS 




No. 4746 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 

3'x 9'.. QRKPT 7>^'x 9' . . . QRKSX 9'xl5' ORKYH 

3>12;...QRKQY 9' 'x 9' .QRKTW 12'xi2' ! ! ! §r|Je 

&x 9' . . . QRKRZ 9' xlO H . . QRKWH 12x15' . . . QRLA Y 

9' xl2' ...QRKXJ ^ 




No. 4747 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 
3'x 9' . . . QRLFT 7 H'x 9' ... QRLIQ 9'xl5' . 

3'xl2'..,QRLGS 9' x 9' . . . QRLJP 12'xl2'. 

&x 9' . . . QRLHR 9' xlO H' . . QRLKV 12x15' . 

9' xI2' ...QRLLU 
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. QRLMC 
QRLON 
. QRLPL 



ARMSTRONG'S QUAKER RUGS 
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No. 4755 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 
3'x 9'. . .QRLQG 7 ^'x 9' . . . QRLWB 9^x15' ... QRMCH 

3'xl2'...QRLRF 9' x 9' . . . QRLYA 12'xl2' . . . QRMDI 

6'x 9' . . . QRLTD 9' xlO H' • . • QRMAF 12'xl5' . . . QRMBJ 

9' xl2' ...QRMBO 
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ARMSTRONG'S QUAKER RUG 




No. 4756 Armstrong's Quaker Rug 

(Plate shows approx. 1/6 scale) 
^'r^ K-- SSJIF,?, 7 ' 2'x 9' ... QRMJO 9'xl5' . . . QRMNS 

3'xl2'. . .QRMHM 9' x 9' . . . QRMKP 12'xl2' . . . QRMOT 

6'x 9' . . . QRMIN 9' xlO J^' . . . QRMLQ 12x15' . . . QRMPU 

9' xl2' ...QRMMR 




No. 4757 Arnastrong-'s Quaker Rug 

(Plate shows approx, 1/6 scale) 
3'x 9' ... QRMQV 7 H'-x. 9' ... QRMUZ 9'xl5' 

3'xI2'. ..QRMRW 9' x 9' . . . QRMVA 12'xl2' 

6'x 9' . . . QRMSX 9' xlO >^\ . . QRMWB 12'xl5' 

9' xl2' ...QRMXG 
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AEMSTRONG'S QUAKER RUGS 




No. 4831 Armstrong's Quaker Rug 

(Plate shows approx. 1 /6 scale) 



18"x36'' . 


..QRUOB 


3' xl2' . 


..QRPDR 714'x 9' .. 
.QROYM 9' X 9' .. 


QRVTJT 


9'xl5' . 


. QRGZY 
. . QRPEB 


3'x 4 3^'. 


..QRURP 


4 4'x 414'. 


. QRC0T 


12'xl2'. 


3'x 6' . 


. . QRUSE 


412'x 6' . 


. . QROZA 9' xlO W . . 


. QRWAF 


12'xl5'. 


. . QRPFC 


3'x 9' . 


. . QRPCO 


6' X 9' . 


. . QRVRO 9' xl2' . . 


QRWEC 
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ARMSTRONG 



QUAKER RUGS 




No. 4990 Armstrong's Quaker Rug 

(Plate shows _approx. 1/6 scale) 

9'x 9' ...QEZIB 9'xl5'.. 

9'xl0 3^\..QRYFS 12'xl2'.. 

9'xl2' ...QRYJO 12'xl5'.. 
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..QRSAV 
. . QRSIC 


3' 


xl2'. 


. . QRPHG 


3'x 4M'- 


6' 


X 9'. 


. QRYAM 


3'x 6' . 


. .QRSKXJ 


7 3 


2'X 9' . 


. QRYED 


3'x 9' . 


. QRPGF 









ARMSTRONG'S QUAKER FLOOR COVEKINa 

IS: .1 




No. 2750 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards . . FBUTA, 3 yards. . .FBDUK, 4 yards. . FBHDO 




No. 2821 Armstrong's Quaker Floor Covering 

(Plate shows approx, 1 /4 scale) 2,3, and 4 yards wide 
Code Words: 2 yards . . FBJNO, 3 yards . . .FBJNU, 4 yards . . FBHKP 
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ARMSTRONG'S QUAKER FLOOR COVERING 




No. 2840 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards FBJRO, 3 yards . . FBJRP, 4 yards. . FBHGR 
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No. 2871 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2 yards wide only 
Code Word: FBAIV 
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ARMSTRONG'S QUAKER FLOOR COVERING 




No. 2880 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards FBAJU. 3 yards . . FBAEA, 4 yards . . FBHLW 
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No. 2881 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1 /4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . FBANG, 3 yards. . FBAFF, 4 yards. . FBHOZ 
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ARMSTRONG'S QUAKER FLOOR COVERIN 
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No. 2882 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards, FBASN, 3 yards. . FBATZ, 4 yards. . .PBHPA 




No. 2883 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1 /4 scale) 2 yards wide only 
Code Word: FBPKI 
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ARMSTRONG'S QUAKER FLOOR COVERING 

''mm 1 1 




No. 2910 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . FBNTH, 3 yards. . .FBNSE, 4 yards. . FBNWL 




No. 2920 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1 /4 scale) 2 and 4 yards wide 
Code Words: 2 yards . . FBFGS, 4 yards . . .FBFHR 
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ARMSTRONG'S QUAKER FLOOR COVERING 




No. 2921 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1 /4 scale) 2 and 4 yards wide 
Code Words: 2 yards . . FBFLS, 4 yards FBFNA 




No. 2930 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. FBFIC, 3 yards, . FBLCA, 4 yards. . FBLDC 
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No. 2931 Armstrong's Quaker Plcor Covering 

(Plate shows approx. 1/4 scale) 2, 1, and 4 yards wide 
Code Words: 2 yards. . FBFYF, 3 yards . T'liL^D, 4 yards , FBLGE 
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No. 2940 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1 /4 scale) 2,3, and 4 yards wide 
Code Words: 2 yards. . FBWAL, 3 yards . FBLHF, 4 yards. . FBWBM 
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ARMSTRONG'S QUAKER FLOOR COVERING 




No. 2941 Armstrong's Quaker Floor Covering 

(Plate sho'vj app'-oy. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . .TT'^^'CN, 3 yards. . FBLJI, 4 yards. . FBWDO 
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No. 2942 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1 /4 scale) 2,3, and 4 yards wide 
Code Words: 2 yards. . .FBWEP, 3 yards. . .FBLKL, 4 yards. . FBWFQ 
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ARMSTRONG'S QUAKER FLOOR COVERING 




No. 2943 ArmstroniT's Quaker Floor Covering 

(Plate shows approx. 1 /4 scale) 2,3, and 4 yards wide 
Code Words: 2 yards . . FBWGR, 3 yards . . FBLMV, 4 yards . FBWHS 



^/> 




No. 2944 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards FBWIT , 3 yards . . FBLNU, 4 yards FBWJU 
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ARMSTRONG'S QUAKER FLOOR COVERING 
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No. 2946 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . FBWKV, 3 yards. . PBLPO, 4 yards. . .FBWLW 
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No. 2946 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . .FBWMX, 3 yards. . FBLBL, 4 yards. . FBWNY 
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ARMSTRONG'S QUAKER FLOOR COVERING 



!■■■■ 
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No. 2950 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards FBGNA, 3 yards . FBGOB, 4 yards. . FBGPC 








No. 2951 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1 /4 scale) 2,3, and 4 yards wide 
Code Words: 2 yards. . FBGRE, 3 yards. . .FBGSF, 4 yards. . .FBGTG 
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ARMSTRONG'S QUAKER FLOOR COVERING 
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No. 2952 Armstrong's Quaker Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards . FBGITH, 3 yards. . FBGVI, 4 yards. . .FBG3CE 




No. 2960 Armstrong's Quaker Floor Covering^ 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . FBGYL, 3 yards . . FBGZM, 4 yards . . .FBGAP 



[ Page 41 ; 



ARMSTRONG'S QUAKER FLOOR COVERING 





No. 2970 Armstrong's Quaker Floor Covering 

^ ^ ,„ jPlatc shows approx. 1/4 scale) 2, 3, and 4 yards wide 

Code Words: 2 yards. . FBGBO, 3 yards. . FBGCN, 4 yards. . .FBGDQ 




No. 2971 Armstrong's Quaker Floor Covering 

r. ^ «r i ^i^ ^^^"^^ approx. 1/4 scale) 2, 3, and 4 yards wide 

Code Words: 2 yards. . FBGER, 3 yards. . FBGFS, 4 yards. . FBGHU 
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ARMSTRONG'S QUAKER FLOOR COVERING 




■ » ii |y i r i rnnTn|iif!r - 
No. 2972 Armstrong's Quaker Floor Covering: 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards . . FBGIV, 3 yards . . FBGLY, 4 yards. . FBGMZ 



ARMSTRONG'S QUAKER PASSAGE COVERING 




No. P204 Armstrong's Quaker Passage Covering 

(Plate shows 1 /6 scale) 24 inches wide only 
Code Word: SCVYR 
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ARMSTRONG'S QUAKER PASSAGE COVERING 




No. P230 Armstrong's Quaker Passage Covering 

(Plate shows 1/6 scale) 24 and 36 inches wide 
Code Words: 24 inches. . .SCMAC, 36 inches. . SCGOW 




No. P240 Armstrong's Quaker Passage Covering 

(Plate shows 1 /6 scale) 24 and 36 inches wide 
Code Words: 24 inches . . .SCWID, 36 inches . . .SCWUZ 




No. P241 Armstrong's Quaker Passage Covering 

(Plate shows 1 /6 scale) 24 and 36 inches wide 
Code Words: 24 inches. . .SCXEK, 36 inches. . .SCXMA 
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ARMSTRONG 



STANDARD RUGS 




3'x 9' FRDPE 
3'xl2'. . FRDQF 
6'x 9 . .FBPAJ 



No. 4245 Standard Rug: 

(Plate shows approx. 1/6 scale) 
7J2'x 9' ...FRPBZ 
9' xlOi^'...FRPCY 



9x12' FRPDX 
12'xl2'. . FBPEW 
12'xl5'...FBPFV 
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ARMSTRONG'S STANDARD RUGS 




No. 4247 Standard Rug 

(Plate shows approx. 1 /6 scale) 

3'x 9'. . FRDRH 7J^'x 9' . . FEPNO 

3'xir . . FBDSJ 9' X 9' . . FRPOB 

6'x 9' . . . FEPMP 9' xlO J4' ■ ■ ■ FRPTG 

9' xl2' . . FRPUH 



9'xl5'. FRPXK 
12'xl2'. . FRPYB 
12'xl5'...FRPZM 








No. 4380 Standard Rug 










(Plate shows approx. 1 /6 scale) 






3'x 9'. 


FRDTK 


7Wx 9' ...FREBL 


9'xl5'. 


. FREHA 


3'xl2'. 


FRDUL 


9' X 9' ...FRECI 


12'xl2'. 


FRDVM 


6'x 9'. 


..FREAU 


9' xlO^^a' FREDO 
9' xl2' ...FREEY 


12'xl5'. 


FRDWN 
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ARMSTRONG'S STANDARD RUGS 




3'x 9' FRDXO 
3'xl2'. FRDYP 
6'x 9 . ..FEHCO 



No. 4381 Standard Rug 

(Plate shows approx. 1 /6 scale) 



9' 

9' 
xlQi^ 
xl2' 



FRHDP 
FRHEQ 
FRHFR 
FRHGS 



9'xl5V 
12'xl2'. 
12'xl5' . 



FRHIU 
FRDZQ 
FRIAO 
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ARMSTRONG'S STANDARD RUGS 





■v / ■*■■ A 


**^v.*«-<^ .,»>. ^^^..^HjJR 







3'x 9', 

3'xl2'. 
6'x 9' 



FBIBZ 
FRICY 
FRIGO 



No. 4382 Standard Rug 

(Plate shows approx. 1 /6 scale) 
7M'x 9' ...FRNAL 
9' X 9' . ..FRNBM 
9' xlOM'. . .FRNCO 
9' xl2' . . .FRNDP 



9'xl5'.. FRNEQ 
12x12' FRIDX 
12'xl5'. . FRIEW 




3'x9' . 
6'x9' . 



FRIFV 
FRNHT 



No. 4383 Standard Rug 

(Plate shows approx. 1 /6 scale) 
7K'x9'...FRNJU 



9'xlOJ 
9'xl2' 



.FRNLV 
FRVAN 
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ARMSTRONG'S STANDARD RUGS 




nnik 



3'x 9'. ..FRIHU 
3'xl2'. . FRIJS 
6'x 9 . ..FEJAG 



No. 4390 Standard Rug 

(Plate shows approx. 1 /6 scale) 
71^'x 9' .. FRJCF 
9' X 9' . . FRJDO 
9' xlOH'- - FRJEN 
9' xl2' ...FRJFM 




9'xl5V . FRJGL 
12x12'. FRJHK 
12'xl5...FRJID 
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ARMSTRONG'S STANDARD RUGS 




3'x 9'. 
3^x12'. 
6'x 9'. 



FRIKR 
FRILQ 
FREST 



No. 4392 Standard Rug 

(Plate shows approx. 1 /6 scale) 
7H'x 9' . FREVR 
9' xlOH'.FREFM 



9'xl2'. 
12'xl2'. 
12'xl5'. 



FREGP 
FREJS 
FREKV 








No. 4400 Standard Rng 










(Plate shows approx. 1/6 scale) 






3'x 9' . 


FRABD 


7J^'x 9' ...FRAEG 


9'xl2'. 


FRAGI 


3'xl2'. 


. FRACE 


9' xlOMV .FRAFH 


12'xl2'. 


FRAHJ 


6'x 9'. 


. FRADP 




12'xl5'. 


FRAIK 
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ARMSTRONG'S STANDARD RUGS 




No. 4401 Standard Rug 

(Plate shows approx. 1 /6 scale) 

3'x9'. .FRAJL 7K'x 9' . . FRAMO 9'xl2' . . FRAOQ 

3'xl2' .. FRAKM 9' xlO H' - . FRANP 12'xl2' . FRAPR 

6'x 9' , . .FBALN 12'xl5' . . FRAQS 
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ARMSTRONG'S STANDARD RUGS 




3'x Q'.FRASU 
3'xl2' FRATV 
6'x 9 . ..FRAUW 



No. 4402 Standard Rug 

(Plate shows approx. 1 /6 scale) 
7^'x 9' ...FRAVX 
9' xlO>^'...FRAWY 



9'xl2'...FRAXZ 
12'xl2'. , FRAYA 
12'xl5'. . FRAZB 








No. 4403 Standard Rug 










(Plate shows approx. 1 /6 scale) 






3'x 9'. 


FRDBR 


7J^'x 9' ..FRDHW 


9'xl5'. 


..FRDMB 


3'xl2'. 


FRDCS 


9' X 9' FRDJX 


12'xl2'. 


FRDNC 


6'x 9'. 


. .FRDEU 


9' xlOK. . FRDKY 
9' xl2' ...FRDLZ 


12'xl5'. 


.FRDOD 
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ARMSTRONG'S STANDARD RUGS 




No. 4410 Standard Rug 

(Plate shows approx. 1/6 scale) 
3'x 9' . . FEIMP 7 3^'x 9' . . FEIPM 

3x12 . . FRINO 9' X 9' . .FRIQL 

6'x 9' . . .FRION 9' xlO W ■ ■ FRIRK 

9' xl2' ...FRISJ 
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9'xl5'...FRITI 
12'xl2'. . .FRIUH 
12'xl5'...FRIVE 



ARMSTRONG'S STANDARD RUGS 








No. 4411 Standard Rug 










(Plate shows approx. 1 /6 scale) 






3'x 9' . 


. .FRIWE 


TJi'x 9' ...FRIZB 


9'xl5'. 


FRODK 


3'xl2'. 


. FRIXD 


9' X 9' ...FRO AH 


12'xl2'. 


FROEL 


6'x 9' . 


. .FRIYC 


9' xlOi:i'...FROBI 
9' xl2' ...FROCJ 


12'xl5'. 


. FROFM 







'^ 









No. 4420 Standard Rug 










(Plate shows approx. 1 /6 scale) 






3'x 9^ 


. PROGN 


7M'x 9' ..FROJQ 
9^ X 9' .. FROKR 


9'xl5'. 


. FRONU 


3'xl2'. 


FROHO 


12'xl2'. 


FROOV 


6'x 9'. 


. FROIP 


9' xlOJ'^'...FROLS 
9' xl2' ...FROMT 


12'xl5'. 


. FROPW 
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ARMSTRONG'S STANDARD RUGS 








No. 4421 Standard Rug 

(Plate shows approx. 1 /6 scale) 

3'x 9'. . FROQX 7j2'x 9' . . FEOTA 

3'xl2' . FRORY 9' x 9' . . FROUB 

6^x 9' . . . FROSZ 9' xlO y/ ■ • FROVC 

9' xl2' .. FROWD 
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9'xl5'. . .FROXE 
12'xl2'. . FROYF 
12x15'. . FROZG 



ARMSTRONG'S STANDARD RUGS 




3'x 9'. 
3^x12'. 
6'x 9'. 



No. 4422 Standard Rug- 

(Plate shows approx. 1/6 scale) 

■E5?^i 7H'x 9' ...FRSDM 

■E?ff.^ ^' ^ 9' ...FRSEN 

FRSCL 9' xl0 3^\..FRSFO 

9' rl2' ...FRSOP 



9'xl5'. .FRSHQ 

12'xl2'. .FRSIR 
12x15 ..FRSJS 



ft 

l^rnmrt- - — I V& 




i ) 



" . 1 Vi 



I'^ Qf l 




3'x 9V .FRSKT 

3'xl2'...FRSLU 
6'x 9'...FRSMV 



No. 4430 Standard Rug 

(Plate shows approx. 1 /6 scale) 
7?2'x 9' ...FRSNW 
9' X 9' ...FRSOX 
9' xlOK'...FRSPY 
9' xl2' ...FBSQZ 
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9^x15'. , FRSRA 
12^x12'. FRSSB 
12'xl5'. . FRSTC 



ARMSTRONG'S STANDARD RUGS 




No. 4431 Standard Rug 

(Plate shows approx. 1 /6 scale) 



3'x 9'. 


. .FRSUD 


7K'x 9' . 


.FRSXG 


9^x15' . 


.FRMBM 


s'xir. 


. FRSVE 


9' X 9' 


. FRSYH 


12'xl2'. 


..FRMCN 


6'x 9'. 


. FRSWF 


9' xlO H' . 
9' xl2' . 


..FRSZI 
..FRMAL 


12'xl5'. 


..FRMDO 
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ARMSTRONG'S STANDARD RUGS — 11000 SERIES 




3'x 9' . . 
3'xl2' . . 
6'x 9' . . 



FRMEP 
FRMFQ 
FRVIN 



No. 11620 Standard Rug 

(Plate shows approx. 1 /6 scale) 



9' 
9' 

xl2' 



FRVUB 
FRWAT 
FRWOM 
FRWYR 



9'xl5'. . 
12'xl2'. . 
12'xl5'. . 



FRXEG 
FRMGR 

FRMHS 



[ Page 58 ; 



ARMSTRONG'S STANDARD RUGS — 11000 SERIES 




3'x9'. ..FRMIT 
6'x9'...FRYFI 



No. 11621 Standard Rug: 

(Plate shows approx. 1 '6 scale) 
7i2'x9'..,FRYNA 




9'xlOi ;' 
9'xl2' 



FRYPE 

FRYUT 




/?A,^n^.£c;^m^i. 



No. 11624 Standard Rug 

(Plate shows approx. 1/6 scale) 
7)^'x 9' ...FRBMY 



ARMSTRONG'S STANDARD FLOOR COVERING— 11000 SERIES 




No. 11101 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . .TFVID, 3 yards. . .TFEEV. 4 yards . . TFEMU 




No. 11122 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . .TFNAM, 3 yards. . .TFNAR, 4 yards. . .TFEN7 
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ARMSTRONG'S STANDARD FLOOR COVERING 




No. 12280 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words; 2 yards. . .TFVLY, 3 yards. . .TFVPU, 4 yards. . TFEOW 




No. 12281 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . .TFKAN, 3 yards. . .TFKBO, 4 yards. . .TFEPX 
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ARMSTRONG'S STANDARD FLOOR COVERING 

■■■J «S!i**% 

i ^ 











No. 12330 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Wordsi 2 yards. . .TFHEK, 3 yards. . .TFHIN, 4 yards. . .TFERZ 




/'^^^ 




No. 12331 Standard Floor Covering 

(Plale shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . .TFHUF, 3 yards. . .TFHYZ, 4 yards. . .TFDAL 
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ARMSTRONG'S STANDARD FLOOR COVERING 




No. 12340 Standard Floor Covering- 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . .TFUMD, 3 yards. . .TFUEG, 4 yards TFDBM 




No. 12342 Standard Floor Covering 

vPlate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . TFYJU, 3 yards. . .TFYRC, 4 yards. . .TFDCN 
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ARMSTRONG'S STANDARD FLOOR COVERING 




No. 12343 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . .TFMSJ, 3 yards. . .TFMTK, 4 yards. . .TFMUL 







^^^^^^ 



No. 12350 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . .TFMDU, 3 yards. . .TFMED, 4 yards. . .TFMFS 
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ARMSTRONG'S STANDARD FLOOR COVERING 








■"l I 




No. 12351 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards . . TFMJO, 3 yards. . .TFMLU, 4 yards . . .TFMME 










No. 12352 Standard Floor Covering 

(Plate shows approx, 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . TFMOF, 3 yards. . .TFMPI, 4 yards. . .TFMEG 
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ARMSTRONG'S STANDARD FLOOR COVERING 




No, 12360 Standard Floor Covering 

(Plate shows approx. 1 /4 scale) 2 yards wide only 
Code Word: TFAET 




No. 12361 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2 yards wide only 
Code Word: TFAFO 
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ARMSTRONG'S STANDARD FLOOR COVERING 



I 

m 




No. 12362 Standard Floor Covering 

(Plate shows approx. 1 /4 scale) 2 yards wide only 
Code Word: TFAGP 




No. 12363 Standard Floor Covering 

(Plate shows approx. 1 /4 scale) 2 yards wide only 
Code Word: TFAHR 



[ Page 67 ] 



ARMSTRONG'S STANDARD FLOOR COVERING 




No. 12364 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2 yards wide only 
Code Word: TFAIS 





No. 12370 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Cod© Words: 2 yards. . TFESA, 3 yards. . .TFETB, 4 yards. . .TFEUC 
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ARMSTRONG'S STANDARD FLOOR COVERING 
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No. 12371 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards . TFEVD, 3 yards. . TFEWE, 4 yards. . TFEZH 



I 







ii 



No. 12372 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . .TFEBJ; 3 yards. . .TFECK, 4 yards. . .TFEDL 
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ARMSTRONG'S STANDARD FLOOR COVERING 








OK. 




No. 12380 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards. . TFKFN, 3 yards. . TFEGO, 4 yards TFEHP 




No. 12381 Standard Floor Covering 

(Plate shows approx. 1/4 scale) 2, 3, and 4 yards wide 
Code Words: 2 yards . . TFEJR, 3 yards. . TFEKS, 4 yards . . TFELT 
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ARMSTRONG'S STANDARD PASSAGE COVERING 




P300 Armstrong's Standard Passage Covering 

(Plate shows approx. 1 /6 scale) 24 inches wide 
Code Word: SCWAN 




P301 Armstrong's Standard Passage Covering 

(Plate shows approx. 1 / 6 scale) 24 inches wide 
Code Word: SCWEL 
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ARMSTRONG'S RUG BORDER 




No. 57 Hugr Border 

(Plate shows approx. 1 /4 scale) 

24 inches, 36 inches, and 2 yards wide 

Code Words: 24 inches. . RBEDS, 

36 inches . . .KBEIX, 2 yards. . .RBELA 



No. 58 Rug Border 

(Plate shows approx. 1 /4 scale) 
24 inches, 36 inches, and 2 yards wide 
Code Words: 24 inches. . .BBEMB, 
36 inches . . .BBENC, 2 yards. . . RBEOD 




^ 
^ 



No. 59 Rug Border 

(Plate shows approx. 1 /4 scale) 36 inches and 2 yards wide 
Code Words: 36 inches. . .RBESH, 2 yards . . .RBECR 
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